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Module 5-1

Lesson Topic 5-1-1

21.  Which of the following is information con-
tained in the Description and Operation

Section of the MIM?

a.   Daily inspection and performance test
procedure.

b.  Component complement and electrical
specifications.

c.   Handling and installation and descrip-
tion of major assemblies.

d.   Operating instructions and theory of
operation.

b,
c,

d.

22.  Section V, "Charts and Diagrams, " contains

a complete set of wiring and schematic
diagrams for the units covered in the
manual.  Included is a functional block
diagram that presents an overall functional
view of the relationships between circuit
blocks and the major signal paths to and
from the blocks.

Wiring diagrams, schematic diagrams, and
functional block diagrams are found in
section

28, a
